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3.127 (<J) REPEAT 

FACILITIES. OUTDOOR, 

Th>e perimeter fence is cunremly inadequate and does not lu notion as a secondar/ oontainmenl system. Although 
an Q fj. h gh perimpEter tEnc^ ia preaeni surrounding 1he Ipcilily, several mature trees ramein wiifiin 3 1eel ol the 
perlmetar lenoe that havie no prevenilves to stop an animal trom climbing tha ireas and leaping over the perimeler 
fence. A substantial perimeter fence tbal is maintained in good repair and not less than 8 feet in heighi is required 
tor all outdoor tiouaing ladiliiiea mat ooniain paientially dangerous animals. Perimetar ranging protaots Irta animals in 
the lacillly by ensuring In the event ol an acddsnlai escape mere Is a secondary containment mechanism to preveni 
the anim^ from leaving the property arrcJ endangering (KiWic safety thereby placing the animal's life in jeopardy. 
Correct by removing or alLonng Iroos in a mannar ensuring Ibo parimeler fonoa can adequately furKlion as a 
secondary containment system. 

THIS IS A REPEAT NON-COM PLIANT ITEM THAT REMAINS LiHCORRECTED. 
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